From: 

Sent: 

To: 


NC Gov. Cooper [no-reply@nc.gov] 

1/30/2018 3:37:22 PM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Tuesday, January 30, 2018-3:37 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Ann 
Last Name Hibbard 
City LAKE JUNALUSKA 
State NC 

Email betsylightjoy@yahoo.com 
Phone Number 828-400-9884 
Message 

I am in deep disapproval of the 401 Water Quality Certification for the Atlantic Coast Pipeline. 
The results of this submission may be viewed at: 
http s: //governor. nc. gov/node/11 /submi s si on/28337 
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